SENT BY- Xerox Telecopier 7021 ; 7- 8-92 ; 14:07 ; 


1 212 907 534:4;# 2 


PHILIP MORRIS U.S.A. 

INTEROFFICE CORRESPONDENCE 
Richmond, Virginia 


To: 

From: 

Subject: 


Denise F. Keane t i ' Date: July 8, 1992 

H. G. Burley, Jr. ^ - 

KTR's Proposal to Work Tointiv nn a Smoking Lounge Proposal 


Fundamentally, I’m in favor of getting usable information in the right hands about HVAC systems, 
especially for smoking lounges. 

Before committing, however, I think we should understand the scope, cost, and manpower 
required. Can we use/fund Meckler? 
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